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REVISIONS 


REFLECTED ON THE ISSUE CONTROL REC- 
CONNECT EITHER WIRE TO DESIGNATED 


TERMINALS OF UNIT TERMINAL BLOCK, PER aE | 
WIRING DIAGRAM OF ASSOCIATED UNIT 1SSUE | TE AUTH. NO. 
Vt | 2-15-60 | 28-12uu7 
MOTOR LEADS OF SAME COLOR ARE INTER- GROUND SCREW . RUT END OF MOTOR [| 5-17-60 | 28-|328a0 _| 
CHANGEABLE. IN SHELL OF MOTOR HOUSING ASSEMBLY SOLT. LN | 5-27-60 | 28-1361 
Pt see nae STH CONT cone tao eee 
MOTOR GROUND LEAD «SWITCH CONTACT GROUND STRAP STARTING WINDING CODE LMUNS ONLY |g ft 9-13-60 2e-13890 | 
EXTERNAL NOISE SUPPRESSION NETWORK \ {LMUHS ONLY) \ (NOTE 5) LR | iz-i-6o | g 06 
CONSISTING OF 100 OHM, 172. WATT MOTOR MOUNTING SCREW | S| 6-23-61 | 7oo55 
1 MOTOR GROUN (8-8-6) | 7osso 
RESISTOR IN SERIES WITH O25 MFO IK V (NOTE ts O SCREW BK WIRE COLOR CODE STARTING MAIN WINDING 8-8 0 
CAPACITOR CONNECTED ACROSS YELLOW AND MAIN MENDING —~Lwung ONLY [u | 10-18-61  |v7in7; . | 
BROWN WIRES. (FOR LMUNS, 46) CAPACITOR |v | it-30-61 [7igos dB 
—— STARTING (NOTE 5} (NOTES) Tw [8-20-62 | zuges | 
MOTOR GROUND LEAD (GREEN) TERMINAL MUST bar tray NOTE 2 | Xx | 9-20-62 | 7uss7 
BE FASTENED TO MOUNTING CRADLE OF MOTOR pe 2o-ee truce 
UNDER & SEPARATE GROUND SCREW ONLY. A NTE | z | 4-15-63 _| 7658¢ 
SCREW USED FOR ANOTHER PURPOSE CANNOT THERMAL CUTOUT (NOT USED ON > DAA | 8-15-63 | 7659 
BE USED FOR GROUNDING (UNDERWRITERS LMU35 OR 40) TAB | 5-16-63 | 7eog5 | 
LABORATORIES REQUIREMENT). COLOR CODE FOR pac [5-28-63 761uo 
STARTING RELAY LMU20 & 26 ONLY Ab [8-22-63 77eus 
: [Ae | t-iz-6y [79066 
7.|WIRE COLOR CODE: suming THERMAL CUT-OUT a 79966 
BK ~ BLACK Ro (NOT USED ON LMU24, 56) ou__{vavan-1__ 
BL - BLUE © - ORANGE ____ CAPACITOR CONNECTION MADE STARTING , p32 | 4-13-64 79730-2 
BR - BROWN Y - YELLOW TMF OULU SE FOR LMUNG ONLY RELAY [33 | 5-22-64 82008 
WL WHITE, @ » eREeN ‘ mason Patio eusey 
-Wo- WHITE G - GREEN [36 | 3-8-65 [eeus2. | 
LMU 3/{I,12,15,21,30,37,42,46,49 LMU 19,20,24,26,31,45,56 3510-68 Talia 
__ FOR USe-WITH IISV.A.C. '60-~POWER. SUPPLY FOR USE WITH I/5V AC 60-~“POWER SUPPLY ONLY [37___| 9-22-65 [s2ug2-3 | 
LMU 33 35,36,38,40,51,52 Ee 
FOR lISV.AG. 50-~POWER SUPPLY. t35_1 11-10-65 87664 
M [ao | 2-22-66 [90 
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P| | _ 


LMU STARTING CAPACITOR 
VALUE. 
43-48 MFD 
8,42, : 
6,49, 51,52 : 


U 
FOR 230 V.A.C. 50~“POWER SUPPLY 


GROUND SCREW IN SHELL OF M 
/ OTORG ROUND LEAD SCREW(NOTE 6) 


6 MOUNTING PLATE 
BK —————> 


STARTING WINDING 


MAIN WINDING NOTE 2 


BK ———— 


THERMAL CUT-OUT 


STARTIN 1510 OHMS STARTING 
RELAY CAPACITOR 
(NOTE 8) 


LMU 50,54 


FOR USE WITH 115V AC 50 POWER SUPPLY ONLY 
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